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Message Text 


UNCLASSIFIED 
PAGE 01 STATE 299804 
12 

ORIGIN COME-OO 

INFO OCT-01 CIAE-00 DODE-OO EB-07 NRC-07 NSAE-00 TRSE-00 

EA-09 ERDA-07 ISO-OO AID-05 /036 R 

DRAFTED BY COM/CIS/E.T.MOORE/MW 
APPROVED BY EB/ITP/EWT:0 ANDERSON 
COM/CIS/E.T.MOORE 

108817 

R 200108Z DEC 75 
FM SECSTATE WASHDC 
TO AMCONSUL HONG KONG 

UNCLAS STATE 299804 

EXCON 

E.O. 11652: N/A 

TAGS: ESTC, HK 

SUBJECT: REQUEST FOR A P.L. EXPORT TRANSACTION CHECK 

REF:REFERENCE MANUAL ON ECONOMIC DEFENSE- PART 413 

EXTRANCHECK A188801 (1) LAMBDA ELECTRONICS LTD., RM. 705, 
MELBOURNE PLAZA, 33 QUEEN'S RD„ C.H.K. (1A) S AND T 
ENTERPRISES LTD., RM. 404 BLOCK B, WATSON'S ESTATE, NORTH 
POINT, H.K. (2) HARRIS SEMICONDUCTOR, FLORIDA (3) 1,000 
MICROCIRCUITS TYPE HDO-4822-6, VALUE 5,400. DOLLARS, CCL 
NO. 72930(13) (4) MFG. OF DIGITAL WATCHES BY (1). (5) H.K. 

I/L NO. 518351 SUPPORTS. REQUEST RECOMMENDATION RE 
ISSUANCE OF THE EXPORT LICENSE AND WORLD TRADERS DATA 
REPORT ON (1). KISSINGER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: TRANSACTION CHECKS, SEMICONDUCTOR DEVICES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 20 DEC 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE299804 

Document Source: CORE 

Document Unique ID: 00 

Drafter: CIS/E.T.MOORE/MW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750442-1053 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9751 223/aaaaatts. tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: KelleyWO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 24 NOV 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 NOV 2003 by ReddocGW>; APPROVED <12 JAN 2004 by KelleyW0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REQUEST FOR A P.L. EXPORT TRANSACTION CHECK 

TAGS: ESTC, ELEC, HK, US, LAMBDA ELECTRONICS LTD, HARRIS SEMICONDUCTOR 

To: HONG KONG 

Type: TE 
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